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Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 06449 201530Z 

53 

ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EURE-00 EB-07 /020 W 

065653 

PR20I44IZ AUG 76 

FM AMEMBASSY ANKARA 

TO SECSTATE WASHDC PRIORITY 4661 

USDOC WASHDC 

INFO AMCONSUL ISTANBUL 

UNCLAS ANKARA 6449 

COMMERCE FOR MEPD 

E.O. 11652: N/A 
TAGS: BEXP, TU 

SUBJECT: MAJOR EXPORT PROJECT: ISTANBUL SEWERAGE SYSTEM 
REE: (A) ANKARA A-32, PAGE 2, (B) 75 ISTANBUL 2359 

1. BY NOTE DATED AUGUST 13 ADDRESSED TO DIPLOMATIC MISSIONS OF ALL 
IBRD MEMBER COUNTRIES REPRESENTED IN ANKARA, TURKISH MINISTRY OF 
FOREIGN AFFAIRS (MFA) TRANSMITTED A PRELIMINARY CALL FOR BIDDERS 
ISSSUED BY DIRECTOR GENERAL, PROVINCES BANK, ANKARA ON EQUIPMENT 
FOR SEWERAGE PROJECTS REPORTED REF (B). NOTE STATES THAT IBRD 
CREDITS WILL BE SOUGHT FOR FOREIGN EXCHANGE REQUIREMENTS OE PROJECT, 
AND REQUESTS INVITATIONS TO BID BE DISTRIBUTED TO INTERESTED FIRMS. 

2. ACCORDING TO PRELIMINARY INFORMATION ENCLOSED WITH INVITATION 
DESIGN, MANUEACTURE AND INSTALLATION OF PUMP UNITS FOR TWO FACILTIES 
ARE REQUIRED: 

A. ONE WITH PEAK CAPACITY OF TWO CUBIC METERS PER SECOND 
UTILIZING SIX SPIRAL FLOW PUMPS IN LOW STATION AND FOUR 
MIXED FLOW PUMPS IN HIGH LIFT STATION. 

B. SECOND WITH CAPACITY OF 1.5 CUBIC METERS PER SECOND USING 
THREE SPIRAL FLOW PUMPS IN LOW LIFT STATION AND FOUR MIXED FLOW 
PUMPS IN HIGH LIFT STATION. 

3. ADDITIONAL DETAILS GIVEN IN REFS. STATEMENTS OF INTEREST 
SHOULD BE SUBMITTED BY END OF SEPTEMBER 1976 TOC: 
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SU VE KANALIZASYON DAIRESI BASKANLIGI 
ANKARA, TURKEY 

ATTENTION: ISTANBUL SEWERAGE EQUIPMENT SUPPLY 

4. COPY OF MPA NOTE AND ATTACHMENTS POUCHED WASHINGTON AND 
ISTANBUL. 

MACOMBER 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ANKARA06449 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760319-1314 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760836/aaaabeot.tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ANKARA A-32, 75 ISTANBUL 2359 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2004 by ReddocGW>; APPROVED <18 JAN 2005 by CunninFX> 

Review Markings: 
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04 MAY 2006 


Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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